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BTote: The storm drain connects the storm sewer in the middle of Main 
Street. Both systems exit Dealey Plaza underground (at Industrial 
Reunion) approximately 8440 feet from the assassination site. 
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According to numerous doctors and nurses at Parkland Hospital and 
ijifpost ev^^ry JFK a^Jsassination researcher, the fatal i>ead- shot we.S'firiKJ 
from the front and to the right of the president. 

If this is true, then the most perfect angle could have been from 
the storm drain located at the west end of the wooden stockade fence 
on the famous grassy knoll. 

We watched CNN-TV. and researcher Jack Brazil, send a research 
team member into the storm sewer system in Dealey Plaza. Many 
people were unaware of this little known theory. Since then, many 
hours of research at the grassy knoll have been spent studying the 
various angles of possible snipers. A rapidly growing conclusion is the 
storm drain at the end of the stockade fence Is a possible angle for the 
reported damage to the President’s head. 

Also note that the bridge railing and fence is at a 45 degree angle from 
the railroad overpass, making It a blind spot from any observers that 
would be on the bridge overlooking Elm St. 

On Nov.22.1963. the wind was blowing due east at 13 mph. As the 
motorcade traveled west on Elm Street. Senator Ralph Yarborough, who 
was In the second car behind President Kennedy, later stated. 

" I smelled gunpowder." If the fatal head shot was fired from the storm 
drain at the end of the stockade fence; then it would have been quite 
possible to have encountered the smell of gunpowder from an open car 
driven through this area. 

Moments after the assassination, a motorcycle policeman was 
photographed standing on the concrete railing of the railroad overpass. 
Just a few feel from his location was the storm drain from where the 
fatal head shot could have been fired. Many people ran to this location 

after the shooting why? One of the first police radio responses was to 

gel someone up on the triple underpass and to check out the railyards. 





The alleged exit wound and violent backward motion of the President’s 
head am more ronsistant with a shot being fired from the storm dram 
location than that of a possible sniper location near the east corner of the 
stockade fence. According to Dr. Charles Chrenshaw, there was what 
appeared to be a large exit wound on the right rear of the President's head. 
If the fatal shot was fired from the easternmost area of the fence, would 
it not make sense that the left side should be missing and not the right? 

If the Senate House Select Committee on Assassinations is correct with 
their conclusion that there is a 95% probability of a fourth shot being 
fired from behind the stockade fence on the grassy knoll, this could very 
well have been the location. 

The storm drain could have provided an underground escape route leading 
to the center of Main St. and then to Industrial Blvd. 

Many observers watched Jack Brazil and his team of dedicated 
researchers send a man into the storm sewer system on Elm St. After 
entering the system, the same man walked out of a nine foot storm sewer 
pipe that emptied Into a drainage ditch of the Trinity River at Industrial 
Blvd. It took fifty four minutes to go from Elm St. to the exit point, oven 
with debris, blockage and a slight drizzle of rain. 

The work of Jack Brazil and his research team Is being noted by not only 
CNN-TV, but by several famous authors of best selling books on the JFK 
assassination. A few of these authors have been seen checking out the 
storm drain at the west end of the stockade fence recently. This angle and 
position is being brought Into more comprehensive study and research 









JACK BRAZIL’S RESEARCH TEAM ENTERS THE STORM 
SEWER SYSTEM ON ELM ST. 




RESEARCH TEAM MEMBER MAKES EXIT 
OVER 2400 f1 LATER 




JACK BRAZIL'S RESEARCH TEAM ENTERS THE STORM 
SEWER SYSTEM ON ELM ST. ^ ^ , 




RESEARCH I EAM MEMBER MAKES EXl I 
OVER 2400 tt. LATER 




RECENT PHOTOS TOKEN FROM FREEIORV OUERPflSS 



Ed Hoffman is a man that claims to have seen a man behind the stockadi. 
fence hand a rifle to another man just after the assassination. The rifle, 
accoroing to Mr. Hoffman, was quickly disassembled and pul into a toolbox. 
The second man. dressed in a railroad worker's uniform, then walked away 
from the scone toward the train tracks. Mr. Hoffman claims this event 
took place at the west end of the wooden stockade fence, where the 
railroad bridge over Elm St. meets the stockade fence He also slates that 
the rifle was taken apart behind a large railroad switching box. located 
approximately 20 It. from the storm drain. Could there bu a possible 
connection of the two areas? If so. could this bo where the fatal head 
Shot was fired from? 



According to Mr Hoffman, he was parked on the 1-35 Freeway overpass 
west of the grassy knoll and had a direct view of the activities behind the 
fence. The view is now blocked by a large billboard that was at a much 
lower elevation on Nov. 22, 1963. 

Last week the billboard was removed lor a low days during a sign change 
and provided a perfect opportunity to take a few photos from the overpass 
where Mr Hoffman tells us he was located. 

So that we all could better understand his vantage point, without 
the billboard In the way, we decided to show you the photographs 
taken last week. It appears that Mr. Hoffman could have a good view of the 
area behind the grassy knoll. What do you think? 




